Technical Specifications 



mx704/17'' Series Monitor 



Screen Size 


1 7" f43 cm^ visuci diaaona 




Viewab e screen size 1 6" f40 6 cm^ 




Anti-Glare Coating 


Dot Pitch 


0.25 to 0.28 mm (variable) 


Display Area Default 


234 x 31 2 (mm) typical 


Display Colors 


Infinite 


P\' 1 D 1 !• 

Display Kesolutions 


D I L D 1 

Ketresh Rates 


0-4U X -4oU 


ou nz 


640 X 480 


75 Hz 


640 X 480 


85 Hz 


720 X 400 


70 Hz 


800 X 600 


75 Hz 


800 X 600 


85 Hz 


1 C\OA V TAP 
1 Uz-4 X /OO 


/ D nz 


1024 x 768 


85 Hz (preferred user resolution) 


1 280 X 1024 


60 Hz (maximum resolution) 


Synchronization 


30 to 70 KHz 


(Horizontal) 




Synchronization (Vertical) 


50 to 1 40 Hz 


Max Pixel Clock 


1 10 MHz Max. 


Input Signal 


Video RGB Analog Sync. TTL Separate 


V lUfcJvJ V^UUIt^ 




Power Input Voltage 


1 00 to 240V AC 


Frequency 


50 ±3 to 60 ±3 Hz 


Inrush Current 


30 amps @ 1 20V 




60 amps @ 220V 


Power Consumption 


100 W (Max.) 


Dimension (W x H x D) 


16.1 X 1 7 X 1 7.4 inches (maximum) 


Unpacked w/attached 


41 0 x 432 X 442 mm (maximum) 


base 
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vveiy ni 


AO Ik Mnv 

1 9 kg Max. 


Operating Temperature 


50° F to 95° F 
10° C to 35° C 


Storage Temperature 


-22° F to 1 40° F 
-30° C to 60° C 


Humidity 


20% to 80% (non-condensing) 


Altitude 


Up to 10,000 ft./3048 meters 


ICO Requirements 


Select models meet TCO'99 


MPRII 


Select models meet MPRII 


Plug and Play 


Yes 
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